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2 November 1958 


SUBJECT: Cotract No, HF-2249, Delivery of PC-211 
| Radan on Special Rack Mounting 


TO: | Contracting Officer 
Reference MM letter DPs 5254 dated 2% October 1958 STATINTL 


which forwarded GPu's shipping order number 19426 for rack-mounted 
PC-211 Radans, handbooks, errata sheets, and supplements. The 


delivery of these items to LAC has been confirmed by STATINTL 
Please forward the attached signed shipping order to Doug an 
request that payment be made to GPL. 

STATINTL 


| Lt. Colonel, USAF 
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